





: Augusta to Boston 


Flight # 
1000 
1002 
1006 
1004 


Flight # 
1001 
1005 
1003 
1007 


Departure time 
7:00 am 
10:55 am 
2:30 pm 
3:50 pm 


Arrival time 
8:05 am 
12:00 pm 
3:35 pm 
4:55 pm 


Boston to Augusta 


Departure time 
9:20 am 
1:00 pm 
2:15 pm 
5:40 pm 


Arrival time 
10:25 am 
2:05 pm 
3:20 pm 
6:45 pm 


Schedule effective 5/7/17 - 10/17/17. 


Caper 


Enjoy the ride. 


800-CAPE-AIR capeair.com 


